FIG   128.__NECAXA DAM, MEXICO, OCT. 28, 1907, SHOWING MATERIAL BEING DEPOSITED BY FLUME,    ALSO HYDRAULIC ELEVATOR OPERATING UNDER
700 FEET HE^D. LIFTING WATER FROM POND INTO POWER CANAL AT HEAD WORKS AT END OF PIPE.
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